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NEWPORT  PAGNELL  RURAL  DISTRICT  COUNCIL 

SECTION  ‘A1 
of  the 

ANNUAL  REPORT 
of  tho 

MEDICAL  OFFICER  OF  HEALTH 
for  the  year 
19  5  0 


Gentlemen, 

I  now  present  to  you  Section  ‘A1  of  my  Annual  Report  for  the 
year  1950* 

It  shows  that  tho  Birth  Rate  was  14.94  compared  with  15*8  for 
the  whole  Country. 

The  Death  Rate  was  12.53  as  compared  with  11.6  for  the  whole  Country. 
Total  Births  woro  205.  Total  Deaths  172. 


SECTION  lAl 


GENERAL  STATISTICS 

Area  in  acres  ...  . . 

Number  of  Inhabited  houses  . . 

Rateable  Value  at  31.3*51  . 

Sum  represented  by  a  Penny  Rate  ... 
Estimated  Population  (Registrar  General) 


61,686 

4616 

60,595 

•  £240 
13 ,720 


VITAL  STATISTICS 

TOTAL  BIRTHS 

Males  Legitimate  ...  ...  ...  ...  ... 

Males  Illegitimate  ...  ...  ...  ...  ... 

Females  Legitimate  . .  ... 

Females  Illegitimate  ...  ...  ...  ...  ... 

Estimated  Population 
Birth  Rato  (per  thousand) 

The  Birth  Rato  for  the  whole  of  England  &  Wales  was 
"  ”  "  "  126  County  Boroughs  was 

”  "  "  ”  148  Smaller  Towns  was 

"  "  "  ”  the  London  County  was 


•  •  • 
•  «  • 
•  •  • 

•  •  o 


205 

102 

3 

97 

3 

13 ,720 
14.94 

15.8 

17.6 

16.7 

17.8 


STILL  BIRTHS 


Legitimate 

Illegitimate 

DEATHS 


Male 


Fomalc 

1 


TOTAL  DEATHS 

Males  ...  ...  ...  ...  ...  ..< 

Females  ...  ...  ....  ...  ...  » » < 

Estimated  Population  . 

Death  Rate  (per  thousand)  ...  . . 

Death  Rato  for  the  whole  of  England  &  Wales  was 
"  "  "  126  County  Boroughs  was 

"  "  "  148  Smaller  Towns  was 

11  "  ”  the  London  County  was 

Death  Rato  for  Infants  under  1  year 
Males  Legitimate  ...  3 

Males  Illegitimate  ...  - 

Females  Legitimate  ...  4 

Females  Illegitimate  ...  - 


•  •  • 
•  •  ♦ 

•  •  • 

•  •  • 


172 
80 
92 
13 ,720 
12.53 

11.6 

12.3 

11.6 

11.8 


Total  7 

Deaths  of  Infants  under  4  weeks  of  ago 
Males  Legitimate  2 

Females  Legitimate  2 

Total 


TUBERCULOSIS  DEATHS 

Eltemary 

Male  Female 


No  n-Pulmo  nary 
Male  Female 


35  -  45  yrs. 
45  -  55  yrs 
55  -  65  yrs 
Over  65  yrs 


1 

2 


1 

1 


July  11th,  1951. 


CHAS.  H.  F.  BAILEY 
Medical  Officer  of  Health. 
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ANNUAL  REPORT 
of  the 

MEDICAL  OFFICER  OF  HEALTH 

FOR  THE  YEAR 

19  5  0 


To  the  Chairman  and  Members  of  the 

Newport  Pagnell  Rural  District  Council. 

Gentlemen, 

In  accordance  with  your  instructions  to  me  to  present  my  Annual 
Report  to  you  at  an  early  date  excluding  Section  'A1 ,  I  now  present 
the  Report  including  Sections  -  lF' .  Section  ’A*  will  be  issued 
as  soon  as  I  receive  the  necessary  data. 

It  is  divided  into  various  Sections  as  in  previous  years.  Each 
section  deals  with  one  aspect  of  Public  Health. 

SECTION  1 C1  -  deals  with  the  Sanitary  circumstances  of  the  District 
and  comprises  Water,  Drainage  and  Sewerage  and  Scavenging. 

WATER  The  quantity  of  water  consumed  has  increased  during  the  year. 
Although  the  amount  pumped  does  not  give  a  true  picture  of  that  actually 
consumed,  as  your  Water  Engineer  informs  me  that  a  good  deal  of  the  extra 
8  million  gallons  pumped  from  the  Birchmoor  source  was  lost  owing  to 
bursts  in  the  mains.  3ut  114  properties  from  the  Olney  Source  and  54 

from  the  Birchmoor  Source  have  boon  connected  during  the  year.  There 
is  no  doubt  that  consumption  will  increase  in  future  years  as  further 
properties  are  added  and  agriculture  uses  more. 

The  quality  of  the  water  from  the  4  Public  Sources  has  boon  good, 
and  the  public  have  boon  supplied  with  water  of  a  high  standard  of  purity, 
it  is  necessary  to  see  that  the  Chlorinating  Plants  are  in  proper  working 
order  at  all  times  especially  at  Great  Linford  and  Haversham  as  the  raw 
water  varies  in  purity  from  time  to  time.  As  will  be  seen  from  my 
Report  the  Perishes  at  the  fringe  of  the  Birchmoor  Supply  sufferred  at  times 
from  low  pressure.  There  is  good  reason  to  hope  that  the  proposed 
connection  to  the  Ampthill  R.D.C.  main  will  bring  considerable  improvement. 
The  other  sources  of  supply  have  worked  satisfactorily  during  the  year. 

DRAINAGE  <R  SEWERAGE  -  New  Sewage  works  have  been  completed  for 
Weston  Underwood  and  a  scheme  for  Milton  Keynes  has  been  commenced. 

As  a  result  of  those  schemes  the  number  of  Pa.il  Closets  will  bo  ^diminished 
by  conversion  to  W.C's  and  baths  can  bo  installed. 

Your  Council  has  taken  over  the  Fields  Estate  works  at  Haversham  and 
they  have  boon  put  into  good  working  order. 

The  six  no w  schemes  are  in  the  hands  of  the  Council1 s  Consulting 
Engineers  and  they  have  undertaken  to  present  revised  schemes  shortly. 

SECTION  *  D_'  -  deals  with  Housing.  41  now  housos  have  been  completed 
during  the  year  a.nd  71  are  in  course  of  construction  or  under  tender. 

I  have  reviewed  the  position  in  the  various  parishes. 

The  Rural  Housing  Survey  shows  that  out  of  2974  housos  surveyed 

86  are  unfit  for  habitation  and  should  be  demolished 
260  require  structural  repairs 
8 8  can  bo  re-conditioned. 

There  wore  608  applicati ms  for  Council  Housos  at  the  end  of  the  year 
This  shows  an  increase  of  61  over  last  year. 
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SECTION  1 F1  Throo  casos  of  Poliomyelitis  occurrod  at  a  school  at 
the  end  of”  the  yoar.  Exhaustive  onquirios  wore  nado  to  ascertain  the 
cause  of  the  outbreak  but  the  results  wore  inconclusive.  Mr.  Lockwood 
was  most  helpful  and  painstaking  in  investigating  those  cases. 

An  outbreak  of  Scarlet  Fever  occurrod  at  Hanslopo  in  December  1950. 
All  the  cases  wore  mild  and  wore  isolated  at  hone.  The  Headmaster  at 
the  Hanslopo  school  was  most  helpful  and  co-operative  in  all  measures  I 
pr  posed  to  limit  the  outbreak. 

50  casos  of  Measles  were  notified  during  the  year.  This  is  a 
considerable  reduction  on  last  yoar. 

40  cases  of  Whooping  Gough  wore  notified  which  is  an  increase  on 
last  year. 


SECTION  tDt 

There  have  boon  no  changes  in  this  section. 


SECTION  'C1 

This  section  deals  with  the  sanitary  circumstances  of  the  District, 
viz:  Water,  Drainage,  Sewerage  and  Scavenging. 

WATER 

OLNEY  SOURCE 

Quantity  -  A  full  supply  has  been  maintained  throughout  the  year,  during 
which  the  total  consumption  for  all  properties  rose  by  a  little  over  half 
a  million  gallons. 

During  the  37-car  a  further  114  properties  wore  connected  to  the 
mains ,  making  at  the  end . of  the  year 

1577  Dwellings 
130  Agricultural  Meters 
51  Field  Troughs 
25  Other  Meters. 

> 

Quality  -  1  Chemical  and  1  Bacteriological  examination  were  made  of  this 
Raw  Water  and  1  Bacteriological  examination  of  the  Treated  Water. 

RAW  WATER 

19.  5,  50  Chemical  Examination  showed  that  the  total  hardness  of  the 

water  was  445.  Temporary  hardness  270.  Permanent  Hardness  175 • 


Chlorine  present  as  Chloride  26 
Nitrate  Nitrogen  64 

Nitrite  Nitrogen  0.01 

Ammoniacal  Nitrogen  0.000 

Oxygen  Absorbed  0,40 

Albuminoid  Nitrogen  0.036 


Metals:  Iron  loss  than  0.03,  Other  Metals  Absent. 

The  Analyst  reports  as  follows  "This  sample  is  neutral  in 
reaction  and  .free  from  metal's  apart  from  a  negligible  trace 
of  iron.  The  water  is  extremely  hard  in  character  but 
r.ot  excessively  so,  is  of  satisfactor3r  organic  qualit;^  - 
Apart  from  the  hardness,  the  water  is  pure  and  wholesome 
and  suitable  for  a  public  supply. 

19.  5*  50.  Bacteriological  Examination 

No.  of  Colonies  developing  on  Agar 

1  day  at  37  C  2  days  at  37  C  3  days  at  20  C 

0  per  ml.  3  par  ml,  CO  per  ml. 


2  - 
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OLNEY _ SOURCE  -  B act or la lo g i  cal  .Examine  t ion  (Contd) 


Present  in 


Absent  from  Probable  No. 


Presumptive  C  o  1  i  -  A  o  r  o  g  ones  Reaction  -  ml. 

Bact,  Coli  (Type  l)  -  ml. 

Cl.  Wolchii  Reaction  3  -  ml. 


100  ml.  0  per  100  ml, 
100  ml.  0  per  100  ml, 
100  ml. 


Analyst  Reports  "This  water  is  of  a  high  standard  of  bacterin.1  purity". 


Treated  Water  -  Bacteriological  Examination 


14.  2. _ jjSO, 

Presumptive  Coli-Acrc 
Bact.  Coli  (Type  l) 
Cl.  Wolchii  Reaction 


Prgqsont_in 

Absent  from 

Reaction 

-  ml. 

100 

ml. 

-  ml. 

100 

ml. 

-  ml. 

100 

ml. 

Probable  No. 

0  per  100  ml 
0  per  100  ml, 


Analyst  Reports  "This  is  a  very  satisfactory  sample.  It  is  of  the  highest 
standard  of  bacterial  purity  and  suitable  for  drinking  and  domestic  purposes"  . 


BIRCHM00R  SOURCE 

During  1950  a  further  8  million  gallons  was  passed  into  supply  from 
this  source. 

Although  pressures  remained  poor  in  the  fringe  areas  some  improvement 
has  boon  derived  f  rom  the  link  e.t  Wavondon  with  the  8"  main  of  the  Ampthill 
R.D.C.  No  fewer  than  34  bursts  have  occurred  in  the  main  during  the  year 
probably  accounting  for  a  largo  amount  of  the  8  million  gallons  increase. 

This  is  reflected  in  the  higher  consumption  per  capita. 

During  the  year  54  properties  wore  connected  to  the  main  making 

1664  Dwellings 
154  Agricultural  meters. 

59  Field  Troughs 
34  Other  Meters 

The  additional  proposed  link  with  the  Ampthill  8"  main  at  Wood  End 
Moulsoc  should  bring  about  a  considerable  improvement  in  the  supply  pressures 
at  North  Crawley,  Hardmoad  and  Astwood. 

GREAT  LINFORD  SOURCE 

Quantity  -  The  supply  ha.s  boon  constant  throughout  the  year.  The  punping 
main  is  of  small  diameter  from  Ig"  to  2"  and  is  too  small  to  maintain  a 
proper  and  full  supply.  No  additional  burdens  can  bo  imposed  without 
creating  hardships. 


RAW  WATER 
19.  5.  50 


Chemical  -  Parts  per  million. 


Total  Hardness  415 >  Temporary  285,  Permanent  130. 


Chlorine  as  Chlorides 
Nitrogen  in  Nitrates 
Nitrogen  in  Nitrites 
Free  Amonia 
Albuminoid  Ammonia 
Iron 

Other  Metals  Absent. 


36 

3.0 

Less  than  0.01 

Nil 

Nil 

Loss  than  0,03 


Analyst  Reports  "This  water  is  free  from  metals  apart  from  negligible 
traces  of  iron.  The  water  is  extremely  hard,  though  not  excessively  so. 
It  contains  no  excess  of  mineral  or  saline  constituents  in  solution  and  is 
of  very  satisfactory  organic  quality.  The  amount  of  residual  chlorine 
carried  by  the  sample  is,  however,  greater  than  is  desirable  in  normal 
circumstances" . 


3 
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19 .  5 .  50 »  Bacteriological  Results 


1  day  at  37°C 


2  days  at  37°C.  3  days  at  20°C 


No.  of  Colonies  developing  on  Agar  0  per  ml#  2  per  ml. 


10  per  ml. 


Present  in 


Absent  from 


Presumptive  Coliform  Reaction  - 

Bact.  Coli  “ 

Cl.  Welchii  Reaction  100  ml. 


100  ml. 
100  ml. 
-10  ml. 


Analyst  Reports  "The  water  is  of  a  high  .standard  Abacterial  purity,  but 
these  results  are  not  representative  of  the  raw  supply  duo  to  the  pressure 
of  residual  chlorine” . 


TREATED  WATER 


24.  3.  50  -  Bacteriological  Examination 

1  day  at  37°C  2  days  at  37° C 


3  days  at  20°C 


No.  of  Colonics  developing  in  Agar  0 


0 


16  per  ml. 


Present  in 


Absent  from  Probable  No. 


Presumptive  Coli-merogonos  Reaction 
Cl.  Wlechii  Reaction 
Bact.  Coli  (type  1.) 


100  ml.  0  per  100  ml 

100  ml. 

100  ml.  0  per  100  ml 


Analyst  Reports  ”This  sample  is  of  very  satisfactory  bacterial  purity 
consistent  with  a  wholesome  water  suitable  for  drinking  and  domestic  purposes” . 


17.  7.  50.  1 day  at  37° C  2  days  at  37  C  3  days  at  20  0 

No.  of  Colonics  developing  on  Agar  30  per  ml.  46  per  ml.  140  per  mlr. 


Present  in 


Absent  from 


Probable  No. 


Presumptive  Coli-Aerogones  Reaction  100  ml. 
Bact,  Coli  (typo  l) 

Cl.  Welchii  Reaction  - 


50  ml.  1  per  100  ml 
100  ml,  0  per  100  ml 
100  ml. 


Analyst  Reports  ”This  sample  carries  an  appreciable  number  of  bacteria  and 
organisms  of  the  Coli-Acrogoncs  group  arc  present  in  minimal  numbers. 

It  is  wholesome  and  suitable  for  drinking  and  domestic  purposes  lout  falls 
short  of  that  highest  standard  desirable  wharo  a  public  supply  is  concerned” . 


1  day  at  37°C  2  days  at  37°C 


3  days  at  20 °C 


Number  of  Colonics  developing  on  Agar  0  per  ml.  C  per  ml. 


1  per  ml. 


Present  in  Absent  from 


Probable  No. 


Presumptive  Coli-Acrogenes  Reaction 
Bact.  Coli  (typo  l) 

Cl.  Welchii  Reaction 


100  ml.  0  per  100  nl0 
100  ml.  0  per  100  ml. 
100  ml. 


Analyst  Reports  "Of  very  satisfactory  bacterial  purity  consistent  with  a 
pure  and  wholesome  water  suitable  for  drinking  and  domestic  purposes” . 


S.  11.  50  1  day  at  37°C. 

No.  of  Colonies  developing  on  Agar  0 


2  dr.ys  at  37°C 
0 


3  days  at  20°0 
0 


Present  in 

Presumptive  Coli-Aerogones  Reaction  - 
Bact.  Coli  (typo  l) 

Cl,  Welchii  Reaction  100  ml. 


Absent  from 

100  ml. 
100  ml 
10  ml. 


Probable  No. 

0  per  10(5*  ml- 
0  per  100  ml. 


-  4 
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r» 

GREAT  LINFORD  SOURCE  (Contd) 

Analyst  Reports  "Very  satisfactory  sample.  Of  highest  standard  of  bacterial 
purity  suitable  for  drinking  and  domestic  purposes. 


HAVERSHAM  SOURCE 

Quantity  -  A  fairly  constant  supply  has  boon  maintained  throughout  the  year. 
The  few  instances  of  failure  have  boon  duo  to  mechanical  trouble. 


Quality  -  Ray  Water  -  1  Chemical  and  3  bacteriological  examinations  made 
during  year. 

Treated  Water  ~  3  bacteriological  examinations  made. 


RAW  WATER 

lo.  5.  50  -  Chemical  Examination 

Hardness  Total  430,  Temporary  270  5  Permanent  160. 


Chlorine  as  Chlorides 
Nitrogen  in  Nitrates 
Nitrogen  as  Nitrites 
Frse  Ammonia 
Albuminoid  Ammonia 
Metals  absent 


10 

6.0 

Loss  than  0.01 

Nil 

Nil 


Analyst  Reports  "The  water  is  free  from  Iron  and  other  metals.  Is 
extremely  hard  though  not  excessively  so.  Is  of  highest  standard  of 
organic  purity." 


Bacteriological  Examinations 


1  day  ; 

at  37°C 

2  days  at 

37°C 

3 

days 

>  at 

BV> 

!o 

24.3.50 

No.  of  Colonies 

dive  lop  in; 

y 

on  Agar. 

1  per  ml. 

9 

per 

ml. 

80 

per 

ml 

16.5.50 

do  0 

0  " 

n 

0 

tt 

it 

15 

tt 

tt 

1.11.5c 

>  do. 

5  " 

ti 

24 

tt 

tt 

60 

tt 

tt 

Present  in 

Absent  from 

Probable  No. 

21.3.50 

Presumptive  Coli 

“Aerogonos 

Reaction 

100 

ml 

50 

ml. 

1 

per 

100 

ml 

16.5.50 

do 

— 

100 

ml. 

1.11.50 

do 

- 

100 

0 

p:r 

100 

ml 

24.3.50 

Bo.  ct .  Coli  ( type 

1) 

100 

ml 

50 

ml 

1 

per 

0 

0 

I — I 

ml 

16.5.50 

do 

- 

100 

ml 

1.11.50 

do 

— 

100 

ml. 

24.3.50 

Cl.  Welchii  Reaction 

100 

ml 

50 

ml 

l6. 5.50 

do 

“ 

100 

ml. 

1.11.50 

do 

- 

100 

ml 

The  Analyst's  Reports  wore  as  follows 

24.  3*  50  -  "The  degree  of  contamination  is  slight  and  should  be  readily 
amenable  to  treatment" . 


10.  5.  50  -  "It  is  of  the  highest  standard  of  bacterial  purity". 

1.  11.  50  -  "The  sample  is  of  satisfactory  bacterial  purity  and  is 
suitable  for  a  public  supply". 

TREATED  WATER  -  Bacteriological  Examinations 


1  day  at  37°C  2  days  at  37UC  3  days  at  20 UC 


14.3.50  No.  of  Colonies  developing  0  per  ml, 

on  Agar 

5.  9.  50  do.  12  "  « 

17.  7.  50  do.  0 


11  tt 


0  per  ml, 

250  "  " 

0  «  » 


46  per  ml. 

800  »  " 

1  "  » 


-  5 


M.O.H.  Annual  Report  (Contd) 

HAVSRSHAM  SOURCE  (Contd) 

Fro sent  in  Absent  from  Probable  No. 

14 .3*50  Pro sumpt ivo  Coli-Aer ogone s 


Reaction 

— 

100 

ml. 

0 

per 

100 

mle 

5.9.50 

do 

100 

ml. 

0 

per 

100 

ml. 

17.7.50 

do. 

100 

50 

ml 

1 

per 

100 

ml. 

14.3.50 

Dact.  Coli  (typo 

1.) 

- 

100 

ml. 

0 

per 

100 

ml* 

5.9.50 

do 

- 

100 

ml. 

0 

per 

100 

mlo 

17.7.50 

do 

100 

100 

ml. 

0 

per 

100 

ml. 

14.3.50 

Cl.  Welchii  Reaction 

M, 

100 

ml. 

5.9.50 

do 

- 

100 

ml. 

17.7.50 

do 

- 

100 

ml. 

The  Analyst' s  Reports  wore  as  follows  s- 

14.3.50  -  "This  sample  is  of  a  high  standard  of  bacterial  purity". 

5.9.50  -  "This  sample  carries  a  considerable'  number  of  bacteria. 

In  the  absence  of  the  Coli-Aerogenos  group,  the  water  is 
considered  wholesome  and  suitable  for  drinking  and 
domestic  purposes"  . 

17.7.50  -  "This  water  is  considered  of  satisfactory  bacterial  purity 

for  drinking  and  domestic  purposes.  Owing  to  the  occurrence 
of  organisms  of  the  Coli-Aerogones  group  in  minimal  numbers 
it  falls  short  of  the  highest  standard" • 

FILGRAVE  WATER  SUPPLY 

Following  the  analysis  of  a  well  in  tho  Filgravo  Village  proving 
unsatisfactory,  an  inspection  and  sampling  was  made  of  all  the  other 
wells  supplying  this  village.  It  was  found  that  with  one  exception 
supplies  wore  unsatisfactory  in  quality  and  tho  one  exception  was 
unsatisfactory  in  quality  after  heavy  rains. 

At  meetings  with  tho  owners,  various  schemes  wore  discussed  and  a 
group  of  them  decided  to  investigate  tho  possibility  of  harnessing  one  of 
tho  local  springs  above  tho  village  to  provide  a  public  water  supply  to 
cover  the  period  until  the  R.D.C's  Regional  Scheme  can  bo  carried  out  which 
would  then  provide  an  adequate  supply  of  public  water  at  a  satisfactory 
pressure  and  quantity.  Negotiations  are  still  proceeding. 


I  append  details,  of  tho  water  supplj^  from  each  source.  This 
is  given  in  tabular  form.  It  gives  details  for  each  parish  which  are 

Tho  number  of  Dwellings 

Number  of  Dwellings  on  supply  cither  direct  of  from  a 

standpipe . 

Population  supplied. 

Number  of  farm  motors  with  consumption  in  gallons. 

Other  motors  with  consumption  in  gallons. 

Number  of  field  troughs. 


A  summary  is  given  of  :  - 


Unmetered  domestic  consumption 
Unmetered  agricultural  consumption 
Metered  agricultural  consumption 
Metered  industrial  consumption 
Average  daily  consumption 
Average  daily  consumption  per  capita 
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Average  daily  demand  423  >690  gallons 
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SECTION  «C» 

DRAINAGE  &  SEWERAGE 


NORTHERN  DIVISION 


.  ,  -,ln  wltn  I  should  like  to  say  a  few  words  regarding  tho 

existing  Sewage  Disposal  Works. 

OLNSY  WORKS 

"  ?ne  of  the  new  Rumps  developed  a  fault  and  is  to  be 
dismantled  oy  the  makers  as  soon  as  possible. 

K1  .  ,,  q  Rle  increased  efficiency  of  this  pumping  plant  has 

enabled  the  Surveyor  to  discover  that  the  300  yards  of  5'  6"  diameter  culvert 

solidnwith°siltSt  StTh*t  h°  tue  PumPins  Station  was  practically  blocked 
olid  with  silt.  This  has  been  cleaned  by  Direct  Labour.  Over  30°  tons 

Wc s  removed  by  hand  and  the  remainder  pumped  up  to  the  Disposal  Works. 

+h!  Ve  US9x  almost  entirelM  ^  the  work  so  a  s  not  to  damage 

the  good  pump  with  the  grit. 

v,"  ThSe  V'°rkS  hwo  workGd  ®f«nicntly  throughout  the  year 
until  December  when  the  main  effluent  drain  collapsed.  This  is  beinv 

DireCt  Iab0Ur>  A  SWd  °fflUont  *>“  *»»  ^inSLod  Sghout 
SHERINGTON  WORKS 


rinn  +n  n  i  .S®rious  blockage  occurred  in  the  main  sewer  in  Water  Lane 

Jj  fl°odinS  which  removed  a  manhole  cover  thus  allowing  storm  debris 

to  gain  access.  This  was  promptly  dealt  with.  Otherwise  the 

works  have  been  satisfactory.  ^norwise,  the 


WESTON  UNDERWOOD 


These  works  have  been  constructed  as 
satisfactory  service. 


planned  and  are  giving 


f  F  r,  ,  u  n,  A  largc  Part  of  the  village  has  already  been  converted 
from  E.C's  to  W.C‘s  and  several  new  bath  rooms  have  been  fitted. 


HAVERSHAM  WORKS 


,  .  .  the  private  Disposal  works  on  tho  Fields  Estate  hmrn 

*  ^our  “  planned.  They  have  boon  adequately  Cod 

oy  Direct  Labour  and  have  given  satisfactory  service.  The  improvonent  in 
ho  service  has  been  much  appreciated  by  that  part  of  the  Parish  affected. 


MANOR  ESTATE  WORKS 


by  tho  Owners. 


These  have  boon  put  into  a  satisfactory  state  of  repair 


satisfactory  cfflu"!^^™1^  to,  both  works  has  b^n  cleansed  and  a 
sa^isie.cuory  eliluont  from  both  works  has  been  secured. 


DISTRICT  SEWERS  Cz  SEWER  DITCHES 

1q  Ditches  m  tho  area  have  boon  cleaned  again  by  Contractors  cs  it 

The  fonciC'tehR0  Satlff Direct  Labour  for  tils  work, 

of  roZ  h  teh  ?h°r  at  R0Gn  Fgot  Aslope  which  was  in  a  bad  state 

by  Diroct  “  at  a  c°st  °f  igss 


NEW.  _ ,  SEWERAGE  S  CH.EMES 


the  Council te  rte  s1°h“GVarG  in  tllotei’-s  of  Messrs.  Lomon 
s chorees  at  m  £^^*°gila0en'  P™"***  tc 


Dlizard, 
present  revised 
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NORTHERN  AREA 

NIGHT  SOIL  COLLECTION  C:  CESSPOOL  CLEANSING  &c. 

Total  cost  £2,183. 

Ro covered  for  Rechargeable  Works  at  Tho  Tannery  and  Farm 

Manure  Tanks  £ec.  ...  ... 

Actual  cost  of  District  Scavenging  ...  ... 

Total  Hours  worked  0830  hours.  Voids  &  Holidays  Sec. 

Mileage  covered  14719  miles.  Petrol  Consumed 

Average  Miles  per  gallon  =  7.02. 

Detailed  Works  and  Costs 

Number  of  Pails  Cleansed  61,604  at  average  cost  of 
"  ”  Privies  »  33  "  "  "  » 

"  ”  Cesspools  "  137  ”  "  "  "  3l/6  per  Cesspool 

Also  Sherington,  Castlcthorpe  and  Hanslope  S.D.  Tanks  cleansed. 

Considerable  amount  of  overtime  has  had  to  be  worked  to 
give  the  regular  weekly  service,  but  workmen  and  vehicles  have  proved 
very  satisfactory.  Tho  pails  have  been  emptied  weekly  and  tho 
Privies  and  Cesspools  as  soon  as  possible  after  request. 


£3UU. 

...  £1883, 
555  hours. 

2096  gallons. 


6fd  per  pail 
8/-  per  privy 


SOUTHERN  DIVISION 
LITTLE  3RICKHILL 


Tho  effluent  from  these  works  has  been  better  than 
in  former  years  owing  to  the  heavy  rainfall.  Consequently  fewer  complaints 
concerning  tho  effluent  discharging  into  ditches  below  tho  works  have  been 
received.  Nevertheless,  I  would  emphasise  the  necessity  of  installing 
a  filter  already  recommended. 


BOW  3RICKKILL 


The  rewage  conditions  remain  the  same,  but  tho  ditches 
opposite  tho  Now  Council  Houses  have  been  cleansed  more  frequently.  The 
more  frequent  cleansing  has  improved  natters  and  fewer  complaints  have 
been  received.  Nevertheless  conditions  are  by  no  moans  satisfactory  and 
cannot  become  so  until  an  efficient  sewage  disposal  scheme  has  boon 
installed.  Such  a  scheme  has  already  boon  prepared  and  is  awaiting  the 
sanction  of  the  Ministry  of  Health. 

WOUGHTON 


Tho  alterations  carried  out  last  year  have  much 
improved  matters  and  very  few  complaints  have  been  received.  Tho  sower 
ditches  will  bo  cleansed  during  the  year. 

WAVENDON 


A  portion  of  tho  sower  in  Phoebe  Lane  that  was  tho 
cause  of  many  complaints  has  been  taken  up  and  re-laid  with  now  glazed 
socket  pipes.  It  is  hoped  that  a  further  portion  will  be  re-laid 
in  the  coming  year. 
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MILTON  KEYNES 

Sewage  Disposal  Schama  -  This  schamo  was  commenced  on  loth  December,  1950 
and  should  v"  completed  early  in  the  New  Year.  The  scheme  consists 
of  sewering  the  western  and  southern  portions  of  the  village.  When  this 
is  done  it  will  Ixj  possible  to  convert  the  existing  Pail  Closets  to  W.C's 
The  sewers  will  discharge  into  a  Septic  tank  in  a  field  adjoining  the 
Broughton  Road. 

The  scheme  has  boon  made  possible  by  the  generosity  of  The  Merchant 
Venturers  of  Bristol. 


NIGHT  SOIL  COLLECTION  I:  CESSPOOL  CLEANSING 

This  area  now  includes  Lathbury ,  Chichcloy  and  Woolstone. 

The  pail  closets  in  Moulsoo  and  Nought on  arc  still  dealt  with  by  the 
householders.  In  the  case  of  Nought on,  conversion  to  W.C's  is  being 
carried  out  where  drainage  can  be  dealt  with  by  septic  tanks. 


Total  Cost  £1,339* 

Cost  of  cleansing  A spicy  Guise  Sewerage  Works  Ac.  ...  £39* 

Actual  cost  of  District  Scavenging  ...  ...  ...  £1300. 

Total  hours  worked  4709  hours.  Voids  &  Holidays  Ac.  714  hours. 

Mileage  covered  1129$  miles.  Petrol  consumed  1364  gallons. 

Average  miles  per  gallon  =  6.32 

Detailed  works  and  costs 

Number  of  pails  cleansed  32,472  at  average  cost  of  6d.  per  pail 

11  11  privies  "  934  "  "  "  "  6/Bf-.  per  privy 

"  11  Cesspools  "  91  "  "  ”  "  26/4d.  per  cesspool 


SCAVENGING, 

NORTHERN  AREA  REFUSE  COLLECTION 
Total  cost  £1,902. 

Total  hours  worked  9*514  hours.  Voids  Holidays  Ac.  '540  hours 

Mileage  covered  9,512  miles.  Petrol  consumed  1376  gallons. 

Average  miles  per  gallon  =  7.7 

Details  of  Works  and  Costs 

Domestic  promises  cleansed  72,176  visits 
Cost  per  visit  per  premises  6§d. 

Other  Works  carried  out  6  loads  street  sweepings  to  Lavcndon  tip 

7  Trade  promises  cleared. 

Note:  The  actual  number  of  bins  emptied  would  probabljr  bo  at 

least  25/°  above  the  number  of  visits  but  the  actual  number  of  bins 
has  not  yet  been  determined,  i.o.  at  The  Bull  Hotel,  Olney  there  are 
6  bins,  at  the  Displaced  Persons  Camp,  Sherington  there  are  about  12 
bins  Ac. 


Difficulty  has  been  experienced  with  the  Labour  as  2  men 
left  the  Council's  employ,  but  it  was  found  practicable  to r oplaco 
these  at  an  early  date.  The  vehicles  and  workmen  have  given  very 
good  regular  service  which  has  been  appreciated  in  the  villages. 
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SOUTHERN  DIVISION 


REFUSE  COLLECTION 

The  usual  fortnightly  collection  of  rofuso  has  boon  carried  out 
satisfactorily.  A  few  complaints  hovobeen  received  of  erratic  collection. 
This  has  boen  mainly  duo  to  weather  conditions  and  to  sickness  among  tho  staff. 


Total  Cost  £1,951. 


Total  hmrs  worked  9,174  hours. 
Mileage  covered  12,459  miles. 


Voids,  Holidays  Re.  1,094  hours. 
Petrol  consumed  1,362  gallons. 


Average  miles  per  gallon  =9.14 


Detailed  Works  and  Costs 

Number  of  bins  emptied  6l,C2o 
Cost  per  bin  7itL 

Number  of  Trade  premises  cleared  20, 
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SECTION  1 D* 


HOUSING 


41  now  houses  wore  completed  and  occupied  during  the  calendar  year. 
Those  wore  in  the  following  parishes 


Houses  Completed  In  course  of  Construction 

or  under  Tender 


Emberton 

12 

Emberton 

8 

Lathbury 

4 

Hanslopo 

12 

Shorington 

3 

Haver sham 

6 

Stoke  Goldington  4 

Shorington 

9 

Milton  Keynes 

12 

Shonloy  C.E, 

10 

Shcnley  C.E, 

6 

Stoke  Goldington 
Woolstone 

North  Crawley 

12 

3 

6 

Total 

41 

Total 

71 

65  houses  were  completed  during  the  calendar  y  os.r  1949/50 
63  houses  were  completed  during  tho  calendar  year  1940/49 


The  following  progress  or  change  has  boon  made  in  the  undermentioned 
Parishes 


ASTW00D 


Lay  out  has  been  proposed  on  Site  1*5  acres.  Approved 
by  Council.  Planning  permission  to  bo  obtained. 

Site  purchased,  room  for  12  houses. 


CASTLETHORFE  Site  of  2  acres  on  N.W.  of  Stratford  Road,  at  first 

selected  but  Ministry  of  Agriculture  and  Highway  Authority 
objected.  Another  site  in  same  field  selected  but  Planning 
Authority  refuse  permission  to  develop  this  site. 

Another  site  then  selected,  and  lay-out  to  be  prepared. 


CHICHBLEY  Work  of  converting  12  Earth  Closets  to  W.  C*  s  completed. 

A  proposal  to  provide  an  access  road  has  boon  approved. 

EMBERTON  12  houses  completed.  8  additional  houses  to  be  erected 

on  this  site.  Work  commenced  on  those  towards  end  of 
year.  Site  then  full  up. 


GAYHURST  Development  of  this  site  not  commenced.  Bucks  County  Council 

do  not  approve  of  site.  Ministry  of  Health  consider  that 
the  water  from  the  spring  is  liable  to  fluctuation  and  liable 
to  become  turbid.  They  suggest  the  development  bo  delayed 
until  main  water  is  available.  The  Council  consider  that 
turbidity  can  bo  overcome  by  treatment.  The  Village  do  not 
wish  tho  scheme  to  bo  delayed.  Now  Regional  water  scheme 
if  approved  will  provide  piped  water.  Room  for  18  houses. 


HANSLOPE 


HAVSRSHAM  & 
LT.  LINFORD 


LATHBURY 


12  houses  consistin'-;  of  2  blocks  of  four,  and  2  pairs  in 
tho  course  of  erection.  It  is  proposed  to  build  a  further 
12  houses  and  tenders  for  these  are  to  be  invited  shortly. 
Tho  site  is  10  acres.  Room  for  56  more  houses  when  main 
drainage  available. 

6  houses  consisting  of  3  pairs.  Work  commenced  on  those 
at  end  of  year,  on  smaller  site  of  0.376  acres.  Second 
site  for  16  houses  already  acquired  can  bo  supplied  with 
water  if  now  Regional  Water  Scheme  carried  out. 

4  more  houses  completed,  site  now  full  up. 
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LAVENDON  Lay  out  for  20  houses  on  site  33  submitted  by  Architect 

to  County  Planning  Officer. 

GT .  LINFORD  Site  opposite  Station  Terrace  soloctod  of  l^"  acres  for 

10  houses. 


MILTON  KEYNES  12  houses  completed.  Site  full  up. 

MQULSOE  Sito  partly  developed.  Room  for  12  more  houses. 


NORTH  CRAWLEY  Sito  of  0.75  acres  in  Folly  Lane  acquired.  Contract 

for  oroction  of  6  houses  was  Sealed  at  the  end  of  the  year. 
Work  not  yet  commenced.  Sito  then  full  up. 


OLNEY  Council  decided  to  proceed  with  Compulsory  Purchaso  Order 

for  site  adjoining  Weston  Road  Estate }  for  tho  erection  of 
32  houses.  Lay-out  submitted  by  Architect. 


SHERINGTON 


Of  the  12  houses  under  construction  at  the  beginning  of  the 
year,  3  have  boon  completed.  Of  tho  remaining  9,  2 
should  bo  completed  shortly.  Room  for  12  more  houses. 


STOKE  G0LDINGT0N  Of  the  8  original  houses  planned  for  this  sito,  4  have 

been  completed.  Tho  others  arc  nearing  completion.  It 
was  decided  to  build  0  further  houses  on  this  site,  and 
work  has  boon  commenced  on  those  houses.  0  more  houses 
planned  for  1951.  Site  then  full  up. 

SHENLEY  The  original  4  houses  completed.  Additional  3  houses 

CHURCH  END  and  further  4  houses  under  construction.  Site  then  full  up. 


WAVENDON  Site  of  5  acres  provisionally  soloctod  adjoining  tho  Nurseries. 

Planning  Permission  requested. 


WOBURN  SANDS  Architect  prepared  plan  for  development  of  Chapel  Street 

site.  Room  for  8  houses. 


W00LST0NE 


Site  of  1,45  acres  purchased.  Two  blocks  of  four  to  be 
built  on  this  site.  Tho  Contract  was  let  by  tho  end  of 
tho  year.  Room  for  4  more  houses. 


RURAL  HOUSING  SURVEY 

Mr.  Casstlos  has  continued  this  survey,  with  the  following  results  :- 


1.  Satisfactory  in  all  respects  1863 

2.  Minor  defects  only  677 

3.  Requiring  structural  attention  or  repairs  260 

4.  Suitable  for  ro-conditioning  88 

5.  Unfit  for  habitation  and  requiring  demolition  86 

6.  Thoro  are  further  houses  to  bo  surveyed  1642. 

Total  Houses  4616 


PROVISION  OF  HOUSES  BY  THE  COUNCIL 

The  Council  have  already  provided  and  control  diroctly  at  31st 
December,  1958  the  following 


Pre-War  Houses  307 
Temporary  Houses  Nil 
Post-war  houses  216 
Requisitioned  (individual 

units  housed)  20 


Total 


543 
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H  0.  U  S_  _I  N  G  (Contd) 

Number  of  houses  reserved  for  agricultural  population 
71  more  aro  in  tho  course  of  erection. 

2o  houses  vroro  transforrod  to  other  districts  on  boundary 
change s . 


PRIME  ENTERPRISE  HOUSES 

A  United  nunber  of  licences  have  been  granted  for  private 
building  and  13  houses  have  been  completed  by  private  enterprise 
during  the  year. 


SUBSIDY  HOUSES 

In  a  small  number  of  cases ,  agricultural  houses  have  boon  built 
by  private  persons  with  tho  aid  of  subsidy,  where  the  houses  can  oe 
more  conveniently  provided  than  by  the  Council. 

COMPLETED 

1  house  at  Wavendon 
1  house  at  North  Crawley 
1  house  at  Walton. 
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HOUSING  (Contd) 
The  following  list  gives  in  each  Parish 


Number  of  Council  Houses  lot 

Number  of  Council  Houses  in  course  of  erection 
Number  of  Applicants 


PARISH 

1 

Number  of 
Council  Houses 

Number  of 
Applicants 

Let 

Being 

Erected 

* 

ASTWOOD 

2 

BRADWELL 

24 

- 

15 

BRADWELL  ABBEY 

- 

- 

- 

BOW  BRICKHILL 

20 

- 

28 

LITTLE  BRICKHILL 

14 

- 

20 

BROUGHTON 

- 

- 

- 

COLD  BRAFIELD 

- 

- 

- 

CASTLETHOKPE 

16 

- 

17 

CHICHELEY 

16 

- 

5 

CLIFTON  REYNES 

- 

- 

6 

EMBERTON 

20 

rt* 

(j 

29 

GAYHURST 

- 

- 

8 

HANSLOPE 

26 

12 

63 

HARDMEAD 

12 

- 

15 

HAVSRSHAM  cum  LITTLE  LINFORD 

- 

6 

19 

LATHBURY 

8 

6 

LAVENDON 

39 

mm 

23 

GREAT  LINFORD 

10 

- 

15 

LOUGHTON 

19 

- 

16 

MILTON  KEYNES 

12 

mm 

11 

MOULSOE 

22 

- 

12 

NEWTON  BLOSSOMYILLE 

7 

- 

2 

NORTH  CRAWLEY 

18 

6  . 

14 

OLNEY 

92 

71 

OLNEY  PARK 

- 

- 

mm 

PETSOS  MANOR 

- 

- 

- 

RAVENSTONE 

8 

- 

7 

SHENLEY  CHURCH  END 

6 

10 

15 

SHERINGTON 

25 

9 

33 

STANTONBURY 

■- 

- 

•  - 

STOKE  GOLDINGTON 

16 

12 

31 

TYRINGHAM  &  FILGRAVE 

- 

- 

1 

WALTON 

- 

- 

- 

WARRINGTON 

- 

- 

mm 

WAVENDON 

24 

- 

25 

WESTON  UNDERWOOD 

12 

- 

7 

WOBURN  SANDS 

46 

- 

79 

WOOLSTONE  cum  WILLEN 

- 

8 

11 

WOUGHTON 

8 

*• 

2 

522 

71 

608 
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SEGTIp!t^_;Ei 

Systematic  Inspections  have  been  male  of  bakehouses  and  Shops  whore 
food  is  sold  and  of  establishments  where  food  is  prepared. 

The  attention  of  Proprietors  has  boon  colled  to  any  defects  found 
and  such  defects  have  boon  remedied.  It  has  not  boon  necessary  to 
issue  any  Statutory  Notices. 

472-4  lbs.  of  various  foods  wore  found  to  bo  unfit  for  human 
consumption. 

In  addition  to  this  food,  carcases  etc.  as  sot  out  below  wore  found 
to  bo  unfit  for  human  consumption. 

CARCASES . INSPECTED  &  CONDEMNED.  1950 


Cattle 

excluding 

Cows. 

Cows 

Ca.lvos 

Sheep 

& 

Lambs 

Pigs 

Number  killed  (if  known) 

Nil 

Nil 

Nil 

1 

146 

Number  Inspected 

Nil 

Nil 

Nil 

1 

146 

All  diseases  except  T.B. 
Whole  Carcases  condemned 

Nil 

Nil 

Nil 

1 

Nil 

,  Carcases  of  which  some  part 
or  organ  was  'condemned. 

Nil 

Nil 

Nil 

Nil 

Nil 

Percentage  of  the  number 
inspected  affected  with 
disea.se  ’other  than  T.B. 

^  Nil 

Nil 

Nil 

100 

Nil 

Tuberculosis  only 

Whole  carcases  condemned 

Nil 

Nil 

Nil 

Nil 

1 

Ga.rca.sos  of  which  some  part 
or  organ  was  condemned 

Nil 

Nil 

Nil 

Nil 

O 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

Nil 

Nil 

Nil 

Nil 

5.4795 

MILK 


The  inspection  of  Cowsheds  has  now  been  transferred  to  the  Ministry  of 
Agriculture  and  Fisheries. 

However ,  Dairies  of  Retail  Purveyors  have  been  inspected  frequently  and 
found  satisfactory. 

time 

Reports  have  been  received  fron/to  time  regarding  herds  affected  with 
Tuberculosis  or  Brucella  Abortis.  I11  all  those  cases  your-Insoector  or 
his  Assistant  have  promptly  visited  the  farms,  and  have,  in  all  cases,  found 
the  farmers  most  helpful  in  eliminating  the  affected  animals  and/or  securing 
heat  treatment  of  the  milk  until  a  clean  bill  of  health  has  been  given  to 
the  herd. 


Owing  to  the  trend  of  recent  legislation,  there  has  been  an  increase  in 
the  number  of  farmers  endeavouring  to  secure  Attested  herds. 


IS 
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SECTION  1  F» 

INFECTIOUS . DISEASES 

Notifiable  Diseases  (other  than  Tuberculosis)  notified  during  the 
year  1950. 


TABLE  1 . 


DISEASE 

Total 

cases 

Notified 

Admitted 

to 

Hospital 

Total 

Deaths 

Scarlet  Fever 

1 

22 

2 

Diphtheria 

2 

2 

- 

Poliomyelitis 

3 

3 

Pneumonia 

2 

— 

— 

Erysipelas 

2 

- 

— 

Measles 

50 

- 

- 

Whooping  Cough 

40 

The  cases  occurred  in  tho  following 

Parishes!  ~ 

Male 

Female 

Total 

SCARLET  FEVER 

Old  Bradwell 

1 

2 

3 

Woburn  Sands 

1 

2 

n 

Haver sham 

1 

- 

l 

Bow  Brickhill 

1 

1 

2 

Lathbury 

2 

1 

3 

Hans lope 

6 

3 

9 

North  Crawley 

1 

1 

12 

10 

22 

DIPHTHERIA 

Astwood 

1 

- 

1 

Haver sham 

1 

1 

2 

- 

2 

— - - 

— 

POLIOMYELITIS 

Olnoy 

1 

- 

1 

Ghicholcy 

1 

1 

2 

- 

2 

PNEUMONIA 

Haver sham 

1 

1 

2 

ERYSIPELAS 


Stoke  Goldington 

1 

1 

Milton  Keynes 

1 

1 

2  2 
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INFECTIOUS  DISEASES  (Contd) 


Male 

Fonalo 

Total 

MEASLES 

10 

Woburn  Sands 

3 

7 

Wavondon 

1 

4 

5 

Dow  Drickhill 

2 

— 

2 

Tyrinp;ham 

— 

1 

1 

Haver sham 

1 

1 

2 

Louphton 

/I 

4 

O 

Shonloy  Church  End 

— 

3 

3 

Olnoy 

7 

7 

14 

Emberton 

1 

1 

2 

Ravonstono 

1 

1 

2 

Clifton  Royncs 

1 

1 

21 

29 

1  o 

j 

1 

WHOOPING  COUGH 

Woburn  Sands 

r' 

o 

4 

12 

Dow  Drickhill 

6 

6 

12 

Castlotliorpo 

9 

7 

16 

23 

17 

40 

20 
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TABLE  111 


TUBERCULOSIS 


Showing  now  cases 

notified  during  1950 

Now  Cases 

Ago 

Period 

Pulmonary  Non-Pulmonary 

Male  Female  Male  Female 

Under  1  year 

1-5  years 

5  -  10  years 

10  -  15  years 

15  ~  .25  years 

25  -  35  years 

35  -  15  years 

45  -  55  yoars 

55-65  years 

Over  65  years 

1  1 

2 

1 

2 

Total 

5  1  1 

This  concludes  my  Iloport.  I  am  much  indebted  to 
Mr.  Casstlos  and  Mr.  Lockwood,  your  Surveyors ,  who  have 
given  no  a  groat  deal  of  help  and  furnished  much  valuable 
material.  i^lso  to  Mr.  Stapleton  and  Mr.  Dunbabin  who 
have  been  most  helpful  especially  in  furnishing  figures 
regarding  Water  Supplies  and  Housing,  and  much  other 
information. 


I  an,  Gent lemon, 

Your  obedient  Servant , 

"CHAS.  H.  F.  BAILEY" 

Medical  Officer  of  Health. 


March  1st,  1951. 
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FACTORIES  ACTS .  1937  &  1946 


1.  INSPECTIONS  (including  inspections  nado  by  Sanitary  Inspectors) 


r 

No.  on 

Number  of 

Promises 

Register 

Inspections 

Written  Notices 

1.  Factories  ui^dor  Local 

Authority  control 

5° 

126 

9 

2.  Factories  under  Local  Authority 

control.  For  Section  7  only  65 

135 

rv 

o 

3.  Other  Promises  (excluding 

Outworkers) 

n 

15 

Nil 

TOTAL 

134 

276 

17 

2.  DEFECTS  FOUND 


Particu.lars 

Number  of  Defects 

Found 

r 

Remedied 

Referred  by 
H.M. Inspector 

Want  of  cleanliness 

6 

6 

Nil 

Overcrowding 

Nil 

Nil 

Nil 

Unreasonable  temperature 

Nil 

Nil 

Nil 

Inadequate  ventilation 

2 

2 

Nil 

Ineffective  drainage  of  floors 

Nil 

Nil 

Nil 

Sanitary  Inconveniences  - 

a)  insufficient 

3 

3 

Nil 

b)  unsuitable  or  defective 

1 

1 

Nil 

c)  not  separate  for  sexes 

Nil 

Nil 

Nil 

Other  Offences  (not  including 

offences  relating  to 

4 

4 

Nil 

Outwork) 

Total 

16 

16 

Nil 

PROSECUTIONS  -  NIL 

OUTWORKERS  -  Sections  HO  &  111 

Number  of  workers  making  wearing  apparel  3 

Number  of  workers  making  Lace,  Lace  Curtains  &c.  11. 


Total  14 


\ 


1st  March,  1951 


11 CHAS.  H.  F.  BAILEY" 

Medical  Officer  of  Health. 
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